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E.O. 11652: N/A 

TAGS: EAID MP 

SUBJECT: MEDICAL EQUIPMENT 

REF: MANHARD-COOTE TELEPHONE CONVERSATION 

WE HAVE AGAIN SPOKEN TO SHARON, WHO SAID THAT HE DID NOT 
HAVE ANOTHER COPY OF LIST OF EQUIPMENT IMMEDIATELY HANDY. 
BUT WOULD CARRY ONE WITH HIM TO MAURITIUS IF POST HAS NOT 
YET RECEIVED COPY POUCHED BY DEPARTMENT. VALUE OF EQUIP- 
MENT APPROXIMATELY DOLS 7,200. SHARON ALSO SAID THAT 
HE HAS SPOKEN TO JAMES WATKINS AT NAVY AND THAT NAVY HAS 
EXPRESSED WILLINGNESS TO TRANSPORT EQUIPMENT FREE OF 
CHARGE. KISSINGER 
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